WTPN31 PGTW 030300
MSGID/GENADMIN/JOINT TYPHOON WRNCEN PEARL HARBOR HI//
SUBJ/TROPICAL DEPRESSION 11W (KIROGI) WARNING NR 017//
RMKS/
1. TROPICAL DEPRESSION 11W (KIROGI) WARNING NR 017    
   03 ACTIVE TROPICAL CYCLONES IN NORTHWESTPAC
   MAX SUSTAINED WINDS BASED ON ONE-MINUTE AVERAGE
   WIND RADII VALID OVER OPEN WATER ONLY
    ---
   WARNING POSITION:
   030000Z --- NEAR 29.6N 141.9E
     MOVEMENT PAST SIX HOURS - 290 DEGREES AT 08 KTS
     POSITION ACCURATE TO WITHIN 020 NM
     POSITION BASED ON CENTER LOCATED BY SATELLITE
   PRESENT WIND DISTRIBUTION:
   MAX SUSTAINED WINDS - 025 KT, GUSTS 035 KT
   WIND RADII VALID OVER OPEN WATER ONLY
   DISSIPATING AS A SIGNIFICANT TROPICAL CYCLONE OVER WATER
   REPEAT POSIT: 29.6N 141.9E
    ---
   FORECASTS:
   12 HRS, VALID AT:
   031200Z --- 30.4N 139.2E
   MAX SUSTAINED WINDS - 020 KT, GUSTS 030 KT
   WIND RADII VALID OVER OPEN WATER ONLY
   DISSIPATED AS A SIGNIFICANT TROPICAL CYCLONE OVER WATER
   VECTOR TO 24 HR POSIT: 280 DEG/ 12 KTS
    ---
   24 HRS, VALID AT:
   040000Z --- 30.8N 136.4E
   MAX SUSTAINED WINDS - 020 KT, GUSTS 030 KT
   WIND RADII VALID OVER OPEN WATER ONLY
   DISSIPATED AS A SIGNIFICANT TROPICAL CYCLONE OVER WATER
    ---
REMARKS:
030300Z POSITION NEAR 29.8N 141.2E.
03SEP23. TROPICAL DEPRESSION (TD) 11W (KIROGI), LOCATED APPROXIMATELY
659 NM EAST-SOUTHEAST OF SASEBO, JAPAN, HAS TRACKED WEST-
NORTHWESTWARD AT 08 KNOTS OVER THE PAST SIX HOURS. ANIMATED 
MULTISPECTRAL SATELLITE IMAGERY DEPICTS A FULLY EXPOSED SHALLOW 
CIRCULATION CENTER WITH BRISK UPPER LEVEL DIFFLUENT WINDS PROVIDING 
AMPLE VERTICAL WIND SHEAR AND FANNING ISOLATED THUNDERSTORM ACTIVITY 
TO THE NORTHWEST. THE LATEST SUBJECTIVE INTENSITY ESTIMATES RANGE FROM 
TOO WEAK (KNES) TO T2.0 (RJTD). A 022025Z SMAP PARTIAL PASS AND 
021840Z HY-2C PASS TOPPED OUT AT 28 KNOTS. WHILE A FEW CONVECTIVE 
POCKETS IN THE PERIPHERY MAY HAVE SOME HIGHER WINDS ASSOCIATED, THESE 
ARE LIKELY OUTSIDE OF THE ANALYZED 145 NM RADIUS OF OUTERMOST CLOSED 
ISOBAR. TD KIROGI SHOULD CONTINUE TRACKING WEST-NORTHWEST TO WESTWARD 
AS IT DISSIPATES OVER WATER DUE TO STRONG (30 KNOT) VERTICAL WIND 
SHEAR AND RELATIVELY LOW MID-LEVEL RELATIVE HUMIDITY CONDITIONS. 
MINIMUM CENTRAL PRESSURE AT 90300Z IS 1002 MB. 
THIS IS THE FINAL WARNING ON THIS SYSTEM BY THE JOINT TYPHOON
WRNCEN PEARL HARBOR HI. THE SYSTEM WILL BE CLOSELY MONITORED FOR
SIGNS OF REGENERATION. 
MAXIMUM SIGNIFICANT WAVE HEIGHT AT 030000Z IS 11 FEET.
REFER TO TROPICAL STORM 09W (SAOLA) WARNINGS (WTPN32 PGTW)
FOR SIX-HOURLY UPDATES.
REFER TO TYPHOON 10W (HAIKUI) WARNINGS (WTPN33 PGTW)
FOR SIX-HOURLY UPDATES.//
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